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To: . Mr. J. E. Wickham Date: December 16, 19 76 

From: . E. L. Watts 

Subject: . Comparison of Market Survey #19 Data of^TITL^s. FTC 

vs7 Philip Morris [(_' 


Market Survey #19 samples were picked up in March, 1976 
for analysis of tar and nicotine by the FTC and TITL. The tar 
data generated by the two laboratories showed good agreement 
as is indicated in the table below. Similar data published in 
the Philip Morris C.I. report dated March, 1976 averaged lower 
than TITL and the FTC by 0.3 mg/cigt. and 0.2 mg/cigt. } 
respectively. A comparison of nicotine data between the 
three testing locations shows the FTC averaging lower than 
TITL and Philip Morris by 0.05-0.07 mg/cigt. If the FTC had 
obtained nicotine values comparable to TITL and Philip Morris, 
the average tar value for the 149 brands tested would be 
decreased by ^0.1 mg/cigt. The overall tar and nicotine 
averages for the brands tested are shown below. Individual 
values are plotted in the attached graphs. 



Tar, 

Nicotine, 


mg/cigt. 

mg/cigt. 

TITL 

17.2 

1.16 

FTC 

17.1 

1.09 

Philip Morris 

16.9 

1.14 


The data in Table I show differences between tar and 
nicotine results for the brands tested in increments of 5 mg 
of tar delivery. TITL and the FTC average from 0.2 to 0.5 mg/ 
cigt. higher in tar than Philip Morris in the categories 
representing ^75% of the brands. The FTC is consistently 
lower in nicotine than Philip Morris and TITL in all categories. 

A comparison of FTC vs. Philip Morris data on Philip 
Morris brands is shown in Table II. The FTC averaged 0.3 mg/ 
cigt. higher in tar delivery and 0.05 mg/cigt. lower in nicotine 
delivery in comparison to Philip Morris data. 
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The tar and nicotine deliveries of the new True 85 and 
Carlton 85 cigarettes were reported in the tables of the FTC 
report even though these new lower tar versions were introduced 
after the March, 1976 pick-up. The older versions of both 
brands were tested by the FTC and the results were listed in 
the body of the report. 

It should also be noted that the discrepancy between FTC, 
TITL and Philip Morris in tar and nicotine values of the 120 mm 
brands reported for Market Survey #18 samples was not observed 
for Market Sample #19 samples. 
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